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Start  Line 
Control  Line 

Sector  1  147m  before  T6 

Sector  2  143m  before  Til 

Speed  T rap  123m  before  T1 
Detection  1  170m  before  Til 
Detection  2  13m  before  T14 
Activation  1  104m  after  T12 
Activation  2  30m  after  T16 
Activation  3  32m  after  T2 
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Circuit  Centreline  Length  =  5.303km 


©  2020  Formula  One  World  Championship  Limited 

The  FI  FORMULA  1  logo,  FI  logo,  FORMULA  1,  FORMULA  ONE,  FI,  FIA  FORMULA  ONE  WORLD  CHAMPIONSHIP,  GRAND  PRIX  and  related  marks  are  trade  marks  of  Formula  One  Licensing  BV,  a 
Formula  1  company.  The  FIA  logo  is  a  trade  mark  of  the  Federation  Internationale  de  I'Automobile.  All  rights  reserved. 


VERSION  1  -  ISSUED  24.02.20 


